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PTL Quality System Activities 
Completed in 1998 



JAN 

FEB 

MAR 

APR 

MAY 

JUN 

JUL 

AUG 

SEP 

OCT 

NOV 

DEC 

Audits 













Reaccreditation Audit 


2/1Q-12 











Quality System Audit 











11/17 















Laboratory Audits: 













Receiving 


2/10-12 






8/31 





Smoking/ Analytical 




4/15 






10/22 



Phy Prop/Maint 







7/1 




11/17* 















Data Base Verification 





5/14 







12/16 














Proficiency Testing 













Collaborative IV 












12/4 

TITL Collaborative 




4/21 






10/14 
















Reviews 













Mgt Quality System 



3/5&12 



6/25 



9/25 






. 











Quality Manual Reviews 











11/4 















New Emp QM Review 


























# Procedures Issued 

56 

11 


8 

2 

2 





43 



*- Quality system audit was used as the internal audit of the Phy Prop/Maint Area 


98qsystem.xls 

01/14/99 


Source: https://www.industrydocuments.ucsf.edu/docs/ppmk0001 




